20
	21
	22
	23
	24
	25
	26
	27

.pressive stresses, rsqft
			
	Distance
	
	Distance of resultant
	


			
	
	2 Radius
	inside
	

ed (principal)
		Conditions
	Type of foundation
	sumed high water from top of dam,
	of curvature, ft
	extremity of middle third, per cent of
	References


	
						
Toe
	Formula
	
	
	
	
	base width
	

37,180
	Cl)
	No quake
	
	2.0
	Straight
	0.0
	25

40,180
	C1)
	<4)
	
	2.0
	Straight
	0.0
	25

49,990
	W
	No quake
	
	4.0
	Straight
	2.0
	25

68,300
	C1)
	
	Good granite
	0
	662
	4.6
	1-2

43,900
	C1)
	
	Excellent basalt
	0
	600
	0.0
	3-4


	
	(4)
	Satisfactory
	5
	Straight
	0.0
	5-18-19


	
	
	sandstone
	
	
	
	

47,700
	(*)
	
	Good sandstone
	7
	Straight
	11.2
	10-22-23

110,400
	C1)
	6 With quake
	Good granite
	20
	Straight
	9.5
	1

78,500
	C1)
	No quake
	
	
	
	14.7
	

049,600
	C1)
	
	Quartzite and
	190
	Straight
	0.0
	11-21


	
	
	schist
	
	
	
	


	
	
	Sound granite
	3
	400
	4.3
	14

62,500
	C1)
	(4)
	Poor granite
	
	Straight
	
	6-12


	
	
	Seamy rock
	10
	
	
	16

041,600
	0
	5 No quake
	Good dolomite
	8
	Straight
	160.0
	13-20

69,100
	C1)
	
	Solid igneous
	5
	1,200
	0.0
	7


	
	
	rock
	
	
	
	

107,000
	0)
	6 With quake
	Metamorphosed
	12.5
	2,500
	10.0
	8-15

77,600
	C1)
	No quake
	andesite
	
	
	14.6
	


	
	No quake
	
	
	1,678
	
	9-24

36,700
	C)
	
	Sandstone and
	27 on
	Straight
	0,55
	17

'
	
	
	medium shale
	crest
	
	
	


	
	
	7 Weak shale
	0
	Straight
	712.0
	17


	
	
	Good rock
	10
	Straight
	9.2
	16
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